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Pumps used in Central Station Practice. Pumps used for
distributing oils and cutting compounds from central sta-
tions are usually of either the plunger or centrifugal type,
and each of these has points in its favor. The following

Machinery

Fig,   11.    Single-action   Triplex   Plunger  Pump
gives a brief description of the reciprocating or plunger
type of pump:
Fig. 11 illustrates a single-acting triplex plunger pump
built by the Goulds Mfg. Co. These pumps are ordinarily
driven by individual electric motors. The pumps are
geared down s-o that the pump speeds vary from about 40
to 60 revolutions per minute. When delivery of a large
volume of cutting compound is required, pumps with three
plungers are used in order to- secure uniformity in pressure